BETHANY  UNITED  METHODIST  CHURCH 
Established  in  1  806 
Reedville,  Virginia 

Cornerstone  of  present  building  laid  on  July  4, 
1899.  Dedication  was  June  30,  1901.  "...  the 
handsomest  and  most  costly  edifice  not  only  in 
Northumberland  County,  but  in  this  whole  section 
of  Eastern  Virginia." 
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